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DTA announces. 



Dull o tin it. 

bellow countrymen. 

Propagation of leftist ideas among the rotonian community in exile shows ' 
r.n inc.roA.Tin2 trend during tho letter yor.ro . Individuals as woll as groups 
hr. vc 1 boon active , ranking uso of every opportunity to voakon tlio note and re- 
sistance ojf the majority of Uotoninns against the Communist occupants of the 

lions country. At the sons time, the nationalistic forcer: of Estonians have been 

* / 

dead-alivo and have shown little activity. 

what i. -. the reason of such leftist Activity, Many ask. The socialistic ideas 
spreading in the western world arc closoly rlr.tcd i7ith the Kremlin's red ideo- 
logy; at least they derive froim the sane source. Unexperienced and naive people 
find in the socialistic ideologies a ana thins which appears to be clo.-.o to the 
heart and acceptable.' At the sane time, knowing of tho association boiwcon 
socialism ana co:,i-iunisni( the destroyer of our people end state) such person 
is feeling a subconscious guilt complex which forces him to greater activity 
in spreading and justifying his accepted views . This is the explanation of the 

* t 

eagerness of some co-called" intellectuals" to justify co-existence. The hysteri- 
cal attacks and abuse of those connected with the Sirge- affair against the 
publishers of 2TA bulletins, v, ho dared to none this event a treason and reveal 
the facts to the public, is such a cane of unconscious guilt complex. 

Tlio publishers of 3TA arc convinced that the groat majority of our community 
is categorically against co-cxistencc in any fora, and severely condemns contacts 
end friendly relations with communist functionaries, Tile voice of this majo- 
rity, which has a nationalistic..*.! ly sound attitude, has been rather unorganized 
and weak, because devotion to establish one's personal lifo has bean given prio- 
rity -and tile task to fight for freedom of Estonia and its people has been taken 
too lightly. Aware and sure in their love for the fatherland, they hav = no inner 
conflicts or controversies, and therefore they feel full self satisfaction. This 
leads to indifference which is our greatest cneny right now. >'h need fire ar.d 
enthusiasm in our fight for a free fatherland, wc need unconditional patriotism 
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in this strugglo, which is decisive for preservation of our Estonian heritage 
Xor centuries to cor.io. 

\ln shall not forget tile sufferings of our sinters end brothero in communist 
captivity, we shall not forget the fight of our young heroes fiOAI/.'ST THE occu- 
pants, we shell not forget the blood secrificcn/nddo also to save us, 

* 

It is. high tins that every free Estonian awake Iran apathy to action, freeing 
hinsalf Vnentality of disinterest for the purpose to attain national objectives 

A 

Estonian, wake up - dutio.e are waiting fulfilment 1 



■H-wwKaJHt 

Due to the interference of the secretariat of Estonian Central Council (ECC) 
distribution of bulletin ,y 3 via Estonian stores and establishments became in- 
complete, an additional copy of it is nailed together with the present issue. 



Next wo refer to new facts ill connection with the so-called Sirge affair: 

VVhat part did play the President of ECC il.Parknia in the incident of . red- writer 
and spy-agent Sirgo in Toronto ?0n Sunday, Sept. 20, a private political confe- 
rence with colonel A. lcba.no took place in Toronto, and the President of ECC '■'/as 
one of the participants. In the morning of the next day, Monday, h.Parkna and K*. 
Some (who were living in the same apartment building) met before leaving to 
work and exchanged news about the meeting of the previous day. Thereafter K. Some 
said that one great has gone and the other is coming, mentioning to Pnrkne. v.iio . 
the coming greatness was. Parbne. as President of ECC took notice of this,rainar- 
king that vou will relate of this mooting later. Thus th : President of ECC ParJ-na 

gave tacit consent for meeting the rod-writer and spy-agent, what no later denied 
t\ 

^ at t!ia general meeting ox ECC. It took more than two months for H.Par’sna to 



^ p repare in a somehow believab le and acceptable form a version of this incident, 
eg 

> v .-hich then with the blessing of the Executive of ECC was made publicly, knov.n. 

V * 

fj P ar baa •.•■■ho tried using all available means to stamp 5TA -s information as a lio , 

V ' is him- elf a "bi g Her", a fact which he now 1 .-. forced to admit . 

(Pol lows reproduction of article in "i.icia £lu : 'm Estonian waoklyj 

The. President of ECC knew of K. Sonne's intention to meet red writer. Kew facts 





in connection with h.Sirge rff.iir.. On Tuesday, 2CC made r.viilr.bls information 
of its Executive meeting, who re new facts in connection witn il.Sirge ej,f..ir 
h,,d been cU.ncu.ce eel. The for cone tine circulating runofc that the President of 
ECC Kerry Pe.rkma had knowledge of K. Seme's intention to nest rod writer 
nprosrs to be true. In audition to the already icnovm bull c tine and lotto re of 
threat, Estonians in Toronto have received a nev/ hind of anonymous pamphlot, 
inviting them to the hone country. (Quotation oneb). ^±o/ tT. 






In our previous bulletins, vre have with sufficient clarity informed the Etonian 
public ill Toronto of the so-called Sirga affair, end we do not deem it nace- ; 

, I 

eeary to go into further dotailr.. In stead vre direct attention to ideologic al . 
questions arising from the incident. Arc vre going to start the new 'year ready • 
to fight, or shall vre let -tho demoralized elements proceed vrith their under- 
mining job among us. , 

rYc% 

Leaving our fatherland rro pledged to carry on the fight for liberation of 
Estonia vrith all available means, .as best as vre can. *<c promised, in soul <-nd 
heart, to regain independence to our land end people .':7h at has -happened that 
a par*, of us has begun to help the red undermining work among the community 
in trxilc? Knowingly or unlmovringly,sucii persons have done disservice to our 
fight for freedom by their attitude and behaviour. 

During the previous fights for freedom our soldiers too;: care that defeatist 
seekers of the so-called "third opportunity" could not damage the -thrust end 
morale of the military unit. In present circumstances, the Estonian people in 
chile is the Estonian a my, and it is their duty wo respect and carry on «nc 
traditions of our fighters. As a consequence we shall take resolute steps in 
the following nationally important, questions. Does the Parliament of’ Estonians 
in Canada ECC carry on its work in the present confused direction under the 
leadership of H.parkna,or shall tho incumbent President be renoved fiom the 

i-beccutive in the interests of national unity? ET^ 1 s moral support and sympnfn., 
belongs to fighters for truth and justice like Akscl Sr.lur.iets ,wno as peoples 




tribune.-: try to do everythin" possible in pres 
felling prestige, honor and good name by v/,iy o 



ant circumstances to save SCC' s 
£ celling .--nd extraordinary 



General minting. 



•JHSWKHHHf 



Secondly, stand nlir.ll bo taken in respect to real objective.-, ox 1 our press. 

. . 1 

ETA thinks, our pro, on in exile eh el?, s tana in the front ranks in our fight for 
freedom. Alongside vdth publication of neivs, ideological editorials end politi- 

t 

cal parolee ought to have primary importance. But v.hat do vra see in reality? 
Our prose doea not attack co-exietencc people and red followers, nor explain 
they the inherent dans era . Vice Verna, editorial v/ritcr of "Vabc. Eestlxna" 
K.A.(rro) has branded the publishers of Eta Coxjumists, or equal to than, 
because they dared to call people v.h'o mot vdth Sirge traitors and publicize 
the facte. Cur newspapers have refused to publish many letters to editors, 
vdieroiniho co- called Si rgc- incident and contacts vdth the occupants of our 
hone country arc condemned. Thus our press lacks national conscience. 

• t 

he also have to take a firm stand in regard to some youth organizers and 
young ideologists v.lio are trying to direct pur youth in the spirit of inter- 
nationalism. For that purposc,leaders of our (university) student bodies have 
annually reported from Sweden npiritull ideologs,c.g.Ivo Illietc;Ivar Grunthal 

• i 

and Ilmar Laaban/.As substitutes of these leftist idbologs and co- existence men 
on this continent are knov/n Hcino doe, Rein Tangsporo,Arvo Uaelnpco ana others, 
'.vho particularly novr arc practicing th.vt slippery direction by producing 



panel discussions. 

ESTONIA!’ YCUTU MEEDS .Ud-SETTERS . CU.t TOUT! DOES MOT i/ISH TO LIVE IM FEAR 

< 

C? BULLETI MS . CRAUVIMISd ESTitAMGES YCUTa FRCI ESTOluAr: HERITAGE. FRUITFUL 
PATEL DISCUSSION 114 T;IE ESTOMIAr-,' 'MOUSE li: TOROMTO. 

- V/; agree fully vdth the above caption from tile press that Estonian youth 

t 

needs aim-setters ,hov/cvcr - in v/hat direction? Are thj.se aim-setters grov.n up 
to the task? V/a s chauvinism an advantage or disadvantage to' our student-soldiers 
in our v.-ar of liberation? ’.las the national upbringing in the Republic of Estonia 
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harmful to th: Estonian heritage? In theie something to reproach to the 20 , 000 
dor.d, -c h .uvini-!tn/ v.lio rave their life in .the lent war lor the sake of froedon 
of Estonia? Y/a also cannot pass by in silcnco none our cultural and social or- 
ganisations , among whose leader.! have emerged persons whose national attitude 
and activition in the past and in the present arc wore of a careerist .and ego- 
istic nature. They have forgotten the mission of the Antonian community in oxilc 
and true objectives of our fight. The mission- to fight for liberation of ii.ito- ' 
nin and to preserve the Estonian community in -exile for the Estonian heritage. . 

•IHHWW ■ , 

A- mo know, Communist dussls, .under t!ie attractive name of cultural exchange | ■ 

i.v exporting to the naive -'cat cm horlb. only genuine Communist propaganda . 

The first v.allknovm Estonian in exile vrho choso the co-existence line Tree 
composer Eduard Tubin . lie was seconded by singer I:.!iivald,of. USA. As a con- 
sequence of ithi-s kind of political debut liivalci Vfac compelled to abstain 
from parfoiming at the commemoration of the Estonian independence, day in To- 
ronto, being proclaimed persona non grata by Estonians' in Toronto. At the re- 
cent Eur ocean concert- tour of the Estonian dale Choir in Tor onto ; ■ iivald per-j 
formed as soloist vaLth- the choir. Y/hcre is hofo logic and fundamental princip- 
lerjVDoee it not mean that by such a step a cultural organisation v;as brought ' ; 

into a political line which is contrary to nr. tion al-p 0 11 ii c " 1 principle and 
the. nature of the Estonian -'-ale Choir in Toronto aa a cultural organis a tier.? 

Academic organisations h:.v • expelled or forced to give up membership co- 
cxis.tcncielists Ed. Tubin, A. jiaclapcu and X.K-ermo. Traitor- have no place in our 
community, particularly in the academic community. ;• t 

At the recent general meeting of Finnish Coys a strange but joyful incident , . 

\ , 

too!-: place v.hich well characterises the healthy national attitude of this . ; 

veteran organisation. b.0ja who was one of the organiser:; of the Sirge mee- 
ting, v.-es present a.s if his conscious war.- tils purest. Some joker named Oja 

I 

candidate for member of the Executive; by ballot, he got 0 no voice, probably 




n vo')'r vcnwl: to other orornir.ntxoive r.nd institution::, 
int ;rcour3fl-r.s.-.n,-'»u a piOj)-i 



, m .. t , pity thet tin Finnish Boy, did not «tpoU Ojr. free* thoir rc.nkr,. 

HilVxtLx* is -til! Into* n ' v: ' »- «•» ii ’ n; ' r <* T#M,rt# 

U s,.)AO.Tt-, n.'nbar of tho ECO roquo-tod-in pritins ' that tha ii:=c'..tiv= of 

SCO col] on extraordinary cnneral nootins in connection vith tha larko-a-S* ns 

faction. a, swa« of SOC refused on grounds that at tho 6 «»KXS»t- 
‘ J , ia „ in roll hothins had boon dia C ui=od and oil facts »=ro presented, tfiioh . 
J. i, O..K.-I. r.-om-ront lie. lh > rs «tt»r > 1.8al»»>t» ssnt letters to oil nonboro . 
I of SCC noHne for their support for callinc the extraordinary conornl noetic . 

^ Iboulto of this notion nro until norr unltnovm. 

/ 

x„ ,-n orticlo "Letter fron cbsdn, terror" .the Coeveumst nbuo ,-pr.por • 

■ "Kodnnnn" , publishers of ETA nro boinc abused one! persons tiro contacted Sir E c 
nro boinc defended. Although r= ebon it unaorthy to consent font nrtiolo, it 
reveals rime .octiono the occupant, approve end .hose they disanprova.lt it 
' an, north emilo to nontion thot in abu,in G too publishers of 2TA the Stloninn 
proto in Toronto i- uoinc th, sene l.ontp'.oco no the .niters of .fcnSunaa-.Aa tho 
letter and data appear to bo sent fron Toronto,' ore suefe-.t that to* tribunal- 
of ECC Should clarify the author of tho letter. Of couroo in onto -ho iiocu-ivc 

^ . * ii • n —-t ii ■nr^'n ' rod *t»0 C.cb «r» O.^. ^.13 

of see ho- f r.ound in tho nenntwn - "jun.w pr^p-i 
tribun -J.. bntil no™ they hr.vo not found n proper perron. 

■> SrJrlS 

Coenoncinc v.itn tho nme yonr.nobopnpor *»a*. E=stlsne"(irs= Estonian) is 

taken over by no'., ovmers.ths loading nan Veins <• **“ ... 

«'C 0 :nr.mnity Wreckers" .In view of pr.st experience, v/e con e:pcct iron tnr.ro . •_ 

entirely "new v.’er.rh rr” . 

A, reported fron !!ev; Yorl;,co:y*,nciny with the new year,.-. riphtiet n^pr.pcr . 
for. os ton inns in tooricr. end C.mr.cki "iio'-Ji Po.^iW v.ill nr.::c it, debut, 
vmcrcin the rer.dere will be offered news not between the linoc,or. occupr.tion- 
ti ~, i- v el , but. redly free inforuntion/ ■ 
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In sumix* un pant action.-, and rer-ultr. of ETA, wo nay note with satisfaction 
thr/:. '.vn have bean able ‘to reveal the. co- called fifth colivnn (caravan) in our 
co-r, unity. It ir. now in th*. hand, of tin Etonian . coru, unity in exile to carry 
on the fight against this W-e::istencirlistic fifth column. Thu. every Antonian 
i. a fighter of hi", own , should '.ring tin corwoli responsibility in respect of 
th> . p 0 iitic.'l attitude ofi the Estonian cor.vsunity in exile. In present circua- 
_ t , nc ,., tiicr. is no place for a let-go attitude, -inaction or disinterest. , 
Placing their hopes upon the Uow York paper “Seoti Postisees" as an objective 
and matter-of-fact news media, the publishers of ETA take at present an ex- 



pectant stand. 
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VVd wish t.0 all nationally ndnsded Estonians a Kerry Cnrietaag end a Happy 
, * 



New Year. 



Toronto, December 22, l?6lj. 



Publishers of ETA. 





